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proved steam trap shown in Fig. 24 are readily understood from
the illustration;  Fig.  25  shows a  sectional  view  of  the  Jenkins

FIG. 23.   EXPANSION STEAM TRAP.

Diamond trap which is well adapted for places where there is a
moderate amount of condensation which it is desired to remove
without waste of steam. It is perfectly automatic and when prop-

FIG. 24.    ROWLAND'S STEAM TRAP.             FIG. 25.   DIAMOND TRAP.

erly adjusted will remain open as long as water escapes, closing
instantly when steam strikes the plug.

FIG. 26.   SCHUTTE STEAM TRAP.